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| UAB=M-5 
UTILIZATION ADVISORY BOARD (UAB) 


Minutes of Meeting Held in 
Room 21) Administration Building 
Central Intelligence Agency at 
1:30 p.m., 27 November 1957 


25X1A PRESENT 


aa Secretary 


Colonel William A. Dodds, OACSI 

Colonel Erwin F, Forsythe, OACSI 

Colonel Quintin S, Lander, OACSI 

Mr, Ray E, Adcock, OACSI 

Captain Bruce S, Weber, ONI 

Lt.. Comdr. Harry C, Ashenfelter, ONI 
25X1A Colonel William L, Walker, AFCIN . 

Lt. Col. Charles D. Fisher, AFCIN 


25X1A 


1. ,The Secretary circulated copies of a summary of Utilization Advisory 
Board policy and announced that he would send copies to all Board members 
through appropriate channels, Suggested amendments are invited, 


25X10, 


o Lt was confirmed that it is the intent of the Board to make available 
to 11 reports fabricated to make sanitized information from 
TA material available outside of the TALENT s¥stem Some reports produced 


by Deputy Director (Plans) will have to bear a NOFORN classification initially 
to maintain cover, but this restriction can be eased to permit dissemination 

25X1C to upon request by a normal United States intelligence 
customer, The Secretary of the Board will study the problem of establishing 
an automatic procedure to initiate such requests, 


25X1A 


36 of Office of Research a Reports presented for discussion 
an informal proposal for the use o: al the release of useful but STATSPEC 
not highly critical TALENT information, is and several other ideas were dis- 


cussed, It was agreed that the Office of Research and Reports would prepare a 
formal proposal for consideration by the Board and that the Secretary would dis- 
cuss with Deputy Director (Plans) representatives the problems involved in ex= 
panding the use of Deputy Director (Plans) as a cut-out. 


25X1A 


xecutive Secretary 
HANDLE VIA TALENT 
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